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HAND-HELD FIRE EXTINGUISHERS 


j Now that efficient hand-held fire extinguishers containing 
extinguishants having a much lower order of toxicity than methyl 
bromide or carbon tetrachloride are readily available, it has 
been decided by the Board, in conjunction with the Ministry of 
Aviation, to prohibit the use in aircraft of all hand-held fire 
extinguishers containing these fluids. 


2 As soon as possible, but in any case not later than 30th 
September, 1965, all hand-held fire extinguishers containing 
methyl bromide or carbon tetrachloride fitted to aircraft must 
be replaced by suitable approved extinguishers. 


By Order of the Board, 
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Secretary. 


Air Registration Board, 
Brabazon House, 
Redhill, 
Surrey. 
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